THE BABY AT BIRTH

Tests to Try
Put a small rod In the baby's hand.    Note whether he grasps the
rod, arid the number of seconds he holds himself suspended by it,
* Hold a bright light at one side of the baby.   Note if the baby turns
his eyes or his head toward the light.
Shake a rattle near the infant   Note any reaction made.
Place the infant face down on a pillow.   Note his response.
Note other movements and sounds which the baby makes.